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TO TEST BRANDS FOR TEXAS COMPLIANCE 


Test Cateaories/Tests 


BB8MB-BW 



BB5-BW 



Target 

Average 

StdDev 

N 

Target Average 

StdDev 

N 

Smoke 









FTC Butt Length, mm 



34.0 



23.0 



Tar/Puff, mg 



2.5 



3.4 



TX Tar, mg/cigt. 



28.3 

1.65 

31 

44.6 

2.09 

32 

TX Tpm, mg/cigt. 



45,2 

2.66 

31 

60.4 

3.28 

32 

TX Nicotine, mg/cigt. 



1.81 

0.091 

31 

3.01 

0.188 

32 

TX Water, mg/cigt. 



15.05 

2.166 

31 

12.81 

1.639 

32 

TX Puffs/Cigt. 



11.5 

0.32 

31 

13.1 

0.34 

32 

TX pH in Whole Smoke 



5.0 

0.02 

2 

5.1 

0.04 

2 

Filter 









Tipping Paper Length, mm 



31.0 

0.66 

20 




Ventilation 



1 

0.0 

100 




Filler 









Tobacco Weight, g 



0.780 

0.0021 

2 

1.002 

0.0010 

2 

Total Alkaloids, mg/g 



17.09 

0.092 

2 

18.40 

0.042 

2 

OV After Grinding 



10.1 

0.04 

2 

11.3 

0.01 

2 



BB6-BW 




BB6B-BW 



Test Categories/Tests 


Target 

Average 

StdDev 

N 

Target Average 

StdDev 

N 

Smoke 









FTC Butt Length, mm 



28.0 



28.0 



Tar/Puff, mg 



2.8 



2,7 



TX Tar, mg/cigt. 



27.4 

1.15 

33 

26.2 

1.76 

33 

TX Tpm, mg/cigt. 



45.8 

1.77 

33 

45.0 

1.96 

33 

TX Nicotine, mg/cigt. 



1.74 

0.075 

33 

1.67 

0.100 

33 

TX Water, mg/cigt. 



16.61 

1.303 

33 

17.17 

1.894 

33 

TX Puffs/Cigt. 



9.9 

0.31 

33 

9.6 

0.26 

33 

TX pH in Whole Smoke 



5.0 

0.03 

2 

5.0 

0.02 

2 

Filter 









Tipping Paper Length, mm 



24.8 

0.25 

20 

24.9 

0.22 

20 

Ventilation 



1 

0.9 

99 

1 

0.9 

98 

Filler 









Tobacco Weight, g 



0.692 

0.0010 

2 

0.666 

0.0028 

2 

Total Alkaloids, mg/g 



17.34 

0.064 

2 

16.92 

0.057 

2 

OV After Grinding 



9.6 

0.02 

2 

9.5 

0.02 

2 



BB6M-BW 



BBL8-BW 



Test Categories/Tests 


Target 

Average 

StdDev 

N 

Target Average 

StdDev 

N 

Smoke 









FTC Butt Length, mm 



28.0 



40.0 



Tar/Puff, mg 



2.7 



1.9 



TX Tar, mg/cigt. 



27.6 

1.84 

34 

21.0 

2.75 

34 

TX Tpm, mg/cigt. 



45.8 

2.56 

34 

30,8 

2.35 

34 

TX Nicotine, mg/cigt. 



1.68 

0.108 

34 

1.40 

0.077 

34 

TX Water, mg/cigt. 



16.57 

1.729 

34 

8.43 

2.592 

34 

TX Puffs/Cigt. 



10.2 

0.37 

34 

11.2 

0.37 

34 

All tests were conducted in 

the 

Philip Morris U.S.A 

. , Product Testing Laboratory 



with the exception of those 

tests denoted by a (1). 

These tests were performed by 

Philip 


Morris U.S.A. Analytical Methods 

and Applications Division. 

The 

test results relate to the 


samples submitted to the Product 

Testing 

Laboratory 

during 

the stated time period, 



Extrapolation outside this 

time 

period is 

not appropriate. 
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TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


Test Categories/Tests _ 

Smoke 

FTC Butt Length, mm 
Tar/Puff, mg 
TX Tar, mg/cigt. 

TX Tpm, mg/cigt. 

TX Nicotine, mg/cigt. 

TX Water, mg/cigt. 

TX Puffs/Cigt. 

TX pH in Whole Smoke 
Filter 

Tipping Paper Length, mm 
Ventilation 
Filler 

Tobacco Weight, g 
Total Alkaloids, mg/g 
OV After Grinding 


5.0 

0.01 

2 

25.1 

0.18 

20 

1 

0.3 

98 

0.694 

0.0042 

2 

17.13 

0.007 

2 

10.0 

0.02 

2 

BBL8M-BW 



Tarqet Average 

StdDev 

N 

39.0 



1.9 



22.1 

2.18 

33 

33.1 

1.81 

33 

1.50 

0.073 

33 

9.45 

2.145 

33 

11.5 

0.33 

33 

5.0 

0.04 

2 

36.0 

0.14 

20 

20 

1.7 

100 

0.751 

0.0014 

2 

17.15 

0.191 

2 

9.6 

0.01 

2 


5.0 

0.01 

2 

36.7 

0.24 

20 

17 

1.8 

100 

0.741 

0.0042 

2 

16.69 

0.233 

2 

10.0 

0.01 

2 


BBL6-BW _ 

Target Average StdDev N 


34.0 

2.3 

20.8 

1.28 

32 

33.7 

1.63 

32 

1.30 

0.088 

32 

11.59 

1.598 

32 

9.2 

0.32 

32 

5.0 

0.11 

2 

31.1 

0.35 

20 

9 

1.4 

100 

0.625 

0.0010 

2 

17.20 

0.269 

2 

8.4 

0.01 

2 


Notations s 



l 

BB8MB-BW 

- BEST 

BUY 

FF 100 MENTHOL FTB 

BB5-BW 

- BEST 

BUY 

NON-FILTER KS REG SP 

BB6-BW 

- BEST 

BUY 

FF KS REG SP 

BB6B-BW 

- BEST 

BUY 

FF 83MM REG FTB 

BB6M-BW 

- BEST 

BUY 

FF KS MENTHOL SP 

BBL8-BW 

- BEST 

BUY 

LTS 100 REG SP 

BBL8M-BW 

- BEST 

BUY 

LTS 100 MENTHOL SP 

BBL6-BW 

- BEST 

BUY 

LTS KS REG SP 


Group 1514 Run 9 rejected & resmoked. Console switch toggled too 
early caused a cigt. flare-up and extra puff taken at the butt. 

BB8MB-BW - Group 1514 Run 14 Port 18 badported because apparent leak in lucite. 

BB8MB-BW - Group 1514 Run 2 Port 18 badported because cigarette went out after 

it was lit. 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris U.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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Description.: NONE 


TO TEST BRANDS FOR TEXAS COMPLIANCE 


BB8MB-BW 

BB8MB-BW 

BB8MB-BW 

BB8MB-BW 


BB5-BW 

BB5-BW 

BB6-BW 
BB6-BW 
BB6-BW 
BB6-BW 
BBS-BW 


Group 1514 Run 2 Port 18 badported because cigarette went out after 
it was lit. ' 

Group 1514 Run 2 Port 18 badported because cigarette went out after 
it was lit. 

Group 1514 Run 2 Port 18 badported because cigarette went out after 
it was lit, 

Due to computer error, additional tobacco weights were enter ed into 
the data base for BB8MB-BW.These values were rejected, only two 
replicates were analyzed. 

TX-EVENT data was rejected because the sample was non-filter. 

Group 1514 Run 11 Port 1 badported because string loosened during 
smoking. 

Group 1514 Run 2 port 2 badported because of a leak 

Group 1514 Run 2 port 2 badported because of a leak 

Group 1514 Run 2 port 2 badported because of a leak 

Group 1514 Run 2 port 2 badported because of a leak 

Group 1514 Run 2 port 2 badported because of a leak 


cc: 


All tests were conducted in the Philip Morris U.S.A., Product Testing Laboratory 
with the exception of those tests denoted by a (1). These tests were performed by Philip 
Morris XJ.S.A. Analytical Methods and Applications Division. The test results relate to the 
samples submitted to the Product Testing Laboratory during the stated time period. 
Extrapolation outside this time period is not appropriate. 
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